To:  Merritt,  Steven[Merritt.Steven@epa.gov] 

From:  Davis,  Tim 

Sent:  Tue  8/11/2015  10:09:29  PM 

Subject:  Can  you  change  the  iink  text? 


Hi  Steve! 


Instead  of  saying  <a  href=http://www2.epa.gov/goldkingmine>Region  8 Gold  King  Mine 
Website</a>,  can  you  say: 


<a  href=h ttp : //w w w2 , epa . gov/ gol dkin gmine>EP A ’ s Gold  King  Mine  Website</a> 


And  you  don’t  need  the  colon  after  that  “at”  (which  is  ideally  “on”  rather  than  “at”)  before  the 
link  text.  Just  have  it  read  like  a sentence: 


The  iatest  updates  and  information  on  the  response  at  avaiiabie  on  EPA’s  Goid  King  Mine  Website. 


Thanks! 

-Tim 
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